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HM DVD ttffiHa_tEl«!S ° Class I ftJStitjiS . 



ftjiin - 5iynKa«i8!ifpai5^js - ^ximmm rtmij (Power 

Protection Device) - Wm$ffiTm69\-mZ.m - JBfllllllB/ rbumirh 



saseg^Mis*^* ° ■ tmw®7tm > mm - sots 

roe ° irawaiffliMttfinmnittsngz ° 

sail : Kffisas*jffisiim«)iiiiBSiSia * es^flmais - isssiss 
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rn^mwii*^M^^ff - naswaijsx^aifliijjs ° (pdf 

II ) HP m^^^MKI^^ Documentation ft® ±Jftl# ° 
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m hp iiufiism 


HEPiM ? 
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PDF ft % 


W ' A7857-90026 


Operation & Maintenance Guide 


pdf *S3g ( fflKJSS ) 





hp A3 www SUSfi 

http://www.hp.com/go/bizsupport 



9 
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HP fflffi • 


HP IHifi ° 


f ifi 
















tiffisgit > <gfij ' faff ± ° 










Setup t 


fitS TSetupJ «S - ffi 




PMRIfKfi 






^swtra -> 
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HP STM - Monitor BMU^.^ ODE ° 
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10 



Documentation 3fc$pg§ 
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S HP-UX $8Lt&tt Documentation ^D^^Ji^ 

1. root #MA 
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4. §g«C7^ ' If HA : 
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ff§-Ip 



wm 

TitHW zx6000 fa rx2600 %WtM2M^. ■ 









rRl7ifiE.M 1 9>C 2 10 Intel Itanium 2 feiJEsSI 


.t-h. Efo ,\Zk P&i t /v J3? 

n&ftft ) 


• Level 0 • 16KLS 

• Level 1 : 256KB 

• Level 2 : 3MB (900MHz /USSfJi 1.5 MB) 




900MHz fP 1GHz 




HP nSMffliMM^ ' feffi 1 fllJiffl^fflffifif H (Processor Dependent Hardware) 

rtm ' agp/pci x ±«md* ' ffiie'iiiSfj^ 


felt 


8Mb ; RPa1 EEPROM ' BMC HAffial 




hp-ux fn Linux 


iie.it- ft 


58 256 MB - 512 MB ' fP 1 GB DDR SDRAM lEUfftflffirft 12 f@ DIMM fi 
i.zx6000/rx2600 Operation & Maintenance Guide)) 

(www.hp.com/go/bizsupport) ° tSU^nTJ^S 512MB ( fsffi^SJilll 1 

Gb) ' m^^m i2gb mmm • 




7v Jt 1^ 4-f v2~lm 


1 |H| H¥J 1 H H J >C1^ ■ 

• 3 immt? 3.5 iwsBiit (i ^nm > ° 


SCSI 42*J H 


fiSil Ultra 160 SCSI PCI Mffiffl ° 


IDE it #'] H 


mz-im^m uit ra ata-ioo - t^s-fi ide mm ° 




• NVIDIA Quadro2 EX > NVIDIA Quadro4 900XGL 

m 

• ATI Radeon 7000 > ATI FireGL 8800 ' fP ATI FireGL4 
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vm 


ISIS 




Iffyfi : — ffl AGP Pro 4X 32 fUTCS^ffiffl ' 1.5 V AGP "f? (<50W) — 3M ° 
3fH 64 fijC 133MHz K]jlSSfi7Cff5ji(Peripheral Component Interconnect ' 

pci-x) «tf > WlS8S!S#SjtB p ci-x «fi • 3 fi pci-x fflff ^ 
£ pci-x Sfe ° 

^fl^ : 4 M 64 fu7t 133MHz W PCI-X ffiff ° 

PHG ^ hp ei+ft pci * pci-x > m agp +itffSi£fi^pjiji - immmxm 

±MiEB\fm ° tS^IS http://www.hp.com/support/itanium tpl IH^IXf# 
HP 5SH?W^fift¥ ° S#affiffllK}fW+ ' If ttUfi^ 
http://www.hp.com/support/itanium ipf Al^Wi^'&MM^M ' nfttfSffM 

hp \mmmmmm^mmm^'m^&mm • 




tinmmz-mmm & \m dvd-rom/cd-rw mG&ymm • g<Ji-ffl«3u 

8 fgil DVD-ROM TtSf ft ° 




• l flKif ATA- 1 00 IDE ® g| 

• zx6000 ' 3 fi PCI-X fgllln l f@ AGP -f?ggg : gj§ rx2600 ' 1 W 
4 f@ PCI-X ggl ° PCI-X mMM, 64 fix: - 133MHz Wffifl ' ^SffTWW 

pci in pci-x mm • 

• TSil-f? ( Sffl ) 

• 2 fi^gli scsi ffielffl i fg^fSMSfl • 


f a-t (iXffl ) 


• 25-pin mmm ( jism^ / /usp w^ig : m^ftrnmsmm 

(breakout cable)) ° 

• 15-pin VGA WM ° 

• 10/100 mm.mm% ° 
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ff§-lp 



vm 


ISIS 


f«l ( ) 


• 4 ffl USB }g£| ' ^HHM 480Mbps ' ^M^M 12 Mbps ffifSS 1.5 Mbps - 
HP-UX HP fa USB HHHM ft ' Linux Sjgflfff 1.1 USB §£g • 

• 9-pin JIJ (2 {@ > iU«ij#jf& ) 

— W$ ■ 2 fflftW UART 16550 ^fflfrJl^Jtf ( #3fl RS-232-C) ° 

— mm a»B" immmm a to^s^ • 
( mn^-mmm 2xxh « ^-wim ffiffl 3 XX h) ° 

• 10/100 f SEiiiPiSfl 10/100/1000 ESIflgf! 

• ^fg SCSI 



im ^ISF^S AGP BM^ ' HP Xf^yfi zx6000 HP 

(A6875A) ±WHM»|^t£ > {I^^mWKfife^ HP HSHa^^ ° 
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HP zx6000/rx2600 



iff 14 




mm. ( mmimmsim • ^nnffin^ > : 


49.4 (22.4 &/f ) 
56.3 (25.5 &/f ) 
38.6 5iSf(17.5 £ff) 
49.0 (22.2 fi/f ) 


(S5Sin± ): 


19.5" Six 11.6" Ex 26.5" U 
3.4" US x 19.0" Ix 26.8" S 


ttffl^ra ( Bfis ) 


0.2 ¥77 (2.1 ¥77^) 


flAME ( HA«St ' m±m ) 
BiAlfi* 


100 - 127 VAC, 7.2 A gfMJUK 
200 - 250 VAC, 3.6 A glMJUB 

50/60Hz 

600 W 
560 W 




15% S 80% (f lit) 




+5 °C M +35 °C (+41°F M +95°F) 
-40°C S +70°C (-40°F M +158°F) 
+50° C (+122° F) 


SK : 


10,000 (3048 &R ) US 
15,000 (4600 ) US 



Ai7j$ • n'im^mmm^xmmmxm.\mm\mmm - 



18 



ff§-lp 



HP zx6000 WL rx2600 %M 



£§I*SEJ HP zx6000 m rx2600 ^ 

^mirnxmrn^m^M ° m^ii^^^s^M^WTcft » bus t-io a 

T-15 Torx »^E^^-^S*S^|E^ = fflgff£fflig«K«&tii ( R/jffTO * 
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HP zx6000 WL rx2600 



mm > sjsm*pbb$ - mmmm - mimmmmi* - mi&w * uBnssnfflig 
mm - mtummfzimmw ° - mmmutfmmnz-m 

uto nasHin - nans? * n - 9m$iiJ=*&j$&fl]ittiiE£m ° mm 
mm - a«£nMiqTi)gffis - mm^mmmmmmtSLmm^m^m ° 50 s 
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mtmm 




m-m 
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Hi 




zx6000 M rx2600 ^|jt^£fi3t§§#ll ° 



hp A7861A mmmmmm&m&jm^mxmft > m^mm^xim 

PC-104/105^-106 MM JIS-109 $IW 13 S#ilMtW@eE'^^nit#^° 

A7861A sf^ii ^ 3 isiitfti ( mm ) 3 ^^a?t m ( ifffg^s n n n rn 

II 065 J ) ° USSHfif M^WMJIW 2.9 (9.5 ) ' 

lisiw 1.8 ^nfiisKff ' m%m&mmm#M ° nsgM#M£j 
^m{umim±w usb sii • 



ffiffl ° n^-mmm (pwr2) nr^#w-f@m§iMMf± ( mwmmmmr-m 
mmim^mmmmm ) ° ^m«g««Afrw«j«^ (pwri) ° ^mmm 
' immmmmmmmmmm - ^as ^MPMfft • it #m 

izx6000/rx2600 Operation & Maintenance Guide}) ° 
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ff§-Ip 



mtmm 



A ) ° 

R 1-1 &»CRH£Bffi)BfB-E 





HP-UX 


Linux 


High End/ Extreme 3D 


ATI FireGL 4 


NVIDIA Quadro4 
900XGL 


Entry 3D 




NVIDIA Quadro2 EX 


Professional 2D 


ATI Radeon 7000 


ATI Radeon 7000 



^mmm^mmmm - mmurm url : 

• ATI Radeon 7000 > FireGL 4 ' ffl FireGL 8800 — ^fff fggfffift ' itmlS : 
http: //www.ati .com/ 

• NVIDIA Quadro4 900XGL ' ffl Quadro2 EX — ^WfflM'MW, ' If BIS : 
http : / /www . NVIDIA . com/ 
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^ilffl DDC-2B sJc DDC-2B+ ffl^WSfH ' I«^ffl^#@«MflM®^ 



1-2 



8T' 



NVIDIA Quadro2 EX WffifB&Bfc ( H DB-15 JgglftJlItbH^ s Linux) 





H'TxSftfrlg 1 


mmmm (h z > 2 


NVIDIA Quadro2 EX 


640x480 

800x600 

1024x768 

1280x1024 

1600x1200 

1920x1200 

2048x1536 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 
60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170 
60, 70, 72, 75, 85, 100, 120 
60, 70, 72, 75, 85, 100 
60, 70, 72, 75 



2. ^mffi^&n (color depth) mmmmMm • 
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m-m 



w&mmmmtt 



1 -3 NVIDIA Quadro4 900 XGL f¥#T ( S DB-1 5 JgglG^Itble^ : 

Linux) 





S?/»'J »nrr 1/ 1 J5Z. 


HHPS (Hz) 2 


NVIDIA Quadro4 


640x480 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 


900XGL 


800x600 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 




1024x768 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200, 240 




1152x864 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150, 170, 200 




1280x960 


60,70, 72, 75, 85, 100, 120, 140, 144, 150, 170 




1280x1024 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150 




1600x900 


60, 70, 72, 75, 85, 100, 120, 140, 144, 150 




1600x1200 


60, 70, 72, 75, 85, 100, 120 




1920x1080 


60, 70, 72, 75, 85, 100 




1920x1200 


60, 70, 72, 75, 85, 100 




2048x1536 


60, 70, 72, 75 



2. ^mm&M (color depth) ±^fgffifflil^«$ • 



1-4 



NVIDIA Quadro4 900 XGL M^BM^M ( S DVI gHlfflSR^M : Linux) 



mmm (h z > 



NVIDIA Quadro4 
900XGL 



640x480 

800x600 

1024x768 

1152x864 

1280x960 

1280x1024 

1600x900 

1600x1200 



60 
60 
60 
60 
60 
60 
60 
60 



m-m 
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1 -5 ATI Radeon 7000 8?#f JSMffi^ ( S DB-1 5 W&tiMtfSM i HP-UX PI 

Linux) 





ftw,'J \nH- 1/ 1 isz. 


HH^S (Hz) 3 


ATI Radeon 7000 


640x480 


60, 72, 75, 85, 90, 100, 120, 160, 200 




800x600 


60, 70, 72, 75, 85, 90, 100, 120, 160, 200 




1024x768 


60, 70, 72, 75, 85, 90, 100, 120, 140, 150, 160, 200 




1152x864 


60, 70, 75, 80, 85, 90, 100, 120, 150, 160 




1280x1024 


60, 70, 75, 85, 90, 100, 125, 130, 140 




1600x1200 


60, 66, 70, 72, 75, 76, 85, 90, 100 




1792x1344 


60, 75, 80, 85 




1920x1080 


60, 70, 75, 80, 85, 90 




1920x1200 


60, 72, 75, 76, 80, 85 




2048x1536 


60, 66 



i. mntanmmmm - mm^mm&mm^ ° 

3. =R18rWfe« (color depth) ^fgfjgfflfeyfiip • 



1-6 



ATI Radeon 7000 jRVrSUSP 
Linux) 



s ( h dvi wsmmtLmn ■• hp-ux h 



ATI Radeon 7000 



640x480 

800x600 

1024x768 

1152x864 

1280x960 

1280x1024 

1600x1000 

1600x1024 

1600x1200 



60, 75 
60, 75 
60, 75 
60, 75 
60, 75 
60, 75 
60 
60 
60 



mmm (h Z ) 3 



3. ^fflm&M. (color depth) i^fg<|Sfflfi*ipP • 
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m-m 



1 -7 ATI FireGL 4 ( S DB-1 5 JiSlft^ltfclt^ : HP-UX) 







SBiPl¥ (Hz) 3 


ATI FireGL 4 


1024x768 


75, 85 




1280x1024 


60, 75, 85 




1600x1024 


75, 85 




1600x1200 


75, 85 




1920x1080 


75, 85 




1920x1200 


75, 85 



3. ^fflftm&& (color depth) J&fH£fflfi*J$£ • 



1-8 



ATI FireGL 4 SMfTSIIIi¥ ( S DVI JgSlftJltfulg^ : HP-UX ) 



mmm m 3 



ATI FireGL 4 



1024x768 
1280x1024 
1600x1024 
1600x1200 



75 
75 
75 
75 



3. *JIffiWfe« (color depth) ^t£ffifflH*i» ° 
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zx6000/rx2600 tu@S^Sjt^PTP/t^ : 

• nmrmmmmrmmmmm • / mm led ^ii^ - mm§mm& 

• a post mmmmmmm • sssifirsi) led jusfew • m&mum 

' LED bpm ° 
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ff§-Ip 



W 3 MW>$MMM%$fcWMtfjTM ■ Extensible Firmware Interface (EFI ' nTJI 
%W\Wi\-M ) - Management Processor (MP ' f S^SS ) ' % P Baseboard 
Management Controller (BMC ' W^MBMWi ) ■ ^gfi/rf H ^±sfiXft WffiW 
° ^Wtc^^'M aft, ' If #fS {zx6000/rx2600 Operation & Maintenance 
Guide} W r System Configuration J — ¥ ' tJnJg 
http://www.hp.com/go/bizsupport IHIlfXf# ° 



°smmmi\w (efi) 

Extensible Firmware Interface (EFI > nJS5E#HM^@ ) ^flKlfiH File 
Allocation Table (FAT ' ^MMM ) ^^MUMm ° EFI ffiffl FAT-32 fpfi^ 

8E#IE • ia-64 z P^S*nTM«fiB«!IS±SW^IK^'IE • 

memmmm * mmm > a efi iMii ° efi $&«jfg#&$ efi ^ 

£MS$J \EFI gfi > EFI ^ff ' \WL& nJfcAW EFI j&ftfg ° HP-UX bootloader 

3gn efi sheii mm^rn'mmm > tmm 

http://www.hp.com/go/bizsupport IHK±W {zx6000/rx2600 

Operation & Maintenance Guide} ° ^^H±Kt#nn^n ^l¥MaS^SM ' Ifffi 

EFI shell ff /SHIIA help fPtfp^fS • \MW ■ 



shell> help date 



wwmim (mp) 

n% ' mimiftrPE^Tim^ (Management Card) » MPJtSESISIIH? ' 

tmmmmm - ^#»£jh@ 25-pin mm ° it #kh 21 m^h 

1-1 0 ^f^ta^a^ ( Management Processor > MP) WtcSRIJI ' If #H 
^Izx6000/rx2600 Operation & Maintenance Guide} (l\J r System ConfigurationJ — ■ 
In ' tJnJi http://www.hp.com/go/bizsupport ° 
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£ 1-9 MP raggHSiSW 









Rwmmummm • mp MWftffl • 








s«s^ mmmm mam Rs-232 ^ 

E«« ffiffl telnet iSS&liiMX MP 




^ttgf|jlj^lim?i (output stream) #KflS5ffiW3$i£lft&fffl& 


B^n ( ^ ) 


*jffifift(l& > 0 s6H ( flJSfSl ) - /SflflfflS (Virtual 
Front Panel ' VFP) > fn^^MS|3@BBK«Jtgtt«IK^ • 




*flllSflflti|W mp MM (CSP) OS §A (SE) nTffifflUta 




Kft!«f£fefrS : mmmm > ■ fflfiftJWf* (Transfer 
of Control ' TOC) ° 



mmwmmm (bmc) 

Baseboard Management Controller (BMC ' SSWa^flJ^ ) 3df HfMi^lft 
Intelligent Platform Management Interface (IPMI ' WI¥p US/MS ) Wfa ' Jtfc 

^^igB^iigs^iitifi^ftwta^tg ' ( ) * mitt 
urn - ssgwa * si if na - usatsfis ° 
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m-m 



^BW BMC np ^v^TzWin W ' lt#H {zx6000/rx2600 Operation & Maintenance 
Guide} ffr r System Configuration J — f5 ' tinjg 
http://www.hp.com/go/bizsupport H&!jIfXt# ° 
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(zx6000/rx2600 Operation & Maintenance Guide}) '• 
www.hp.com/go/bizsupport 



www.hp.com/go/bizsupport 
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ff§-ip 



ffiffl hp mmmm > mmximmwmim^mmmm ■■ 

B 1-4 TttWA 

I GO 00 L 




mmmwft ° 

• * * ° ^ wsmajssffinsts^ff rafSMH ( n# 15 a ) • 

. x^t * * -£# ° Affile hp mtmmft\% ■> mm » it n - x^* - usi - 

° mm ' ' mmmmmmwrn • m# 
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ft 70 f j 115 s « mmmmmM ( nMwieit^sss 20 a ) ° 

MW ° Alan ' MfflMfnm ' ( ¥ ) ffl£M± • 



nmAmxmmm 

kih ° ^frmsfifp > ' n£?j»H#f*m 5 m 10 5>ii ° 

umx^m^3\xmx^mmmm ° 

m&p i # ° 

m« - it ^Msnnm ' iffljg»i± * mx * nmm^mmsh 

0 » ID HP ft W ixffMRfcASMfilW «^orfe«g Comfort} ( »If^ 
) iJUJfiW Tinformation Sources J ( MJ\MM ) — W : HP PJfi : 
www. hp . com/ ergo 
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36 



m-m 



2 mmmmnm 



*mmmm hp ZX 6ooo/ rX 26oo ^MmmmMmmnmrn ■ 
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ffr^ita- . . . 










^mmmmmmw > bp«bh«w^s - m& ebuzzer sin led n»i§ffiii ° it #h 

Tffiffl LED m e-buzzer »P»/g^«J -ffi • 


. . . 




jtt n w « if & k 5d ffi « ?u m % m m m 


1. H-»»iBS*ftii»7»» ( If 

ft rffiffl e-buzzer H»« j -fff ) • 

2. IKS HP ( If #KH 54 K ) 0 


m?m\mi± • it #wm 43 ms<j rM5Mi^iTfM^ j . 



mmmm 



2-2 mmwm^mm 



mmmmmv? ° 


if . . . 


flf /£ 5f 




1 l n J P J cWT 'J E3L3E'J 












«E hp ffljfiTttSSfWWftgS 
www.hp.com/go/bizsupport ° 




ffi hp fflyfiTicHifWfSfi 
www.hp.com/go/bizsupport ° 






?t^i& . . . 






mmm^mn led ° 








»«® ¥ ( «m ) - 11118 E 




^IJfflSSKjSfflfi^ (on-screen display ' 

osd) ^®«EtSWesiJ*MSlS£fi • 




if^ia- . . . 






i. iir«jt (usb * sisipR&g ) • 
3. m^M ' 
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mmmmmmm ( mm ) 



fiffliEffiwwMs^ffiffl hp Thmmt 

ffm Linux £ftKAfflffiffi@£ftlttBI] 

B3' 


«E hp ffl&TKgfrWMIS 
www.hp.com/go/bizsupport ° 


ffifflUffW BIOS ° 


«E hp «&T«S§Mi« 
www.hp.com/go/bizsupport - 






WSfTH 

P 


















!#i§TfM^J ° 




*t#* . . . 




mm. ' 





mmmm 




ff (Support Ticket • $jgJI8Ji2») - ^ff^Mffifflitl/TlJI^ffllflf E ' 

• ^IS HP ^SPyfi www.hp.com/go/bizsupport > S*Py£±^S^J ft tiJ 3 /? 

www.hp.com/go/bizsupport 

• mm^&mt%mmf*B&i&M&mnm hp ote?£ ■ 
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^a^ufcs ' ^iini hp iMit^sJc hp ig^n5s»atti^iiwf@s6w« (hp 

*fl«fl 5064-9154) > «I^WM^I^ft . ^^^gffiHWfflllSfJl > imf&J 
hp ° 

wmw^WM ? 

3gf?HP^t&lfrSfl ' If #ST^J HP {zx6000/rx2600 Operation 

and Maintenance Guide)) '• 



www.hp.com/go/bizsupport 



mmmm 




mmmmimfM >msmm hp-ux m Linux > wmmmmw 

StW£9\- ' jSffiJ&»SMfflfi£ HP-UX ^fJtWi!IIf#IPl±i (Offline Diagnostics 
Environment) f P^jiXMi'SM (Support Tools Manager) ' J^&ilfflS^ Linux tf] 
Top Tools ° 

^°^^^#fiE6tl|@iiSfi'|f #H {zx6000/rx2600 Operation & Maintenance 
Guide} WIlD ' tSnJg http://www.hp.eom/go/bizsupportIXt# ° ^fMM 
*^'^iff!Jim#lH^^SMmW rjl±lnl#^^^j (Field Replaceable Unit' 
FRU) ° 

^ff hp-ux HHrXHWTtMBJrKfl ' ISKi URL : 
http://docs.hp.com/hpux/diag/ 

mm nnux tmxM^Tcmmmm > mmm url : 

http://www.hp.com/toptools/ 

$mnmxmmm ( iiiifflss hp-ux) 

HP-UX iffl^iJgllPIl (Support Tools Manager ' STM) $)U±MMM 

^mmmmmm - 

^xjitaMwxs^® : ^^tf/r® ( cs tm^^#ix ) - mmm 

Wl&iftW ( Mii mstm ) ' fflfflffMffl^/T® ( mm xstm ^#JR ) ° 

man cstm [Enter] 
man mstm [Enter] 
man xstm [Enter] 

%mmm{mm±&mzmmmj{>m0M&i£Tm url w «sup P ortToois 

for HP Computers)) iff : 

http://docs.hp.com/hpux/diag/ 
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1. mmmm* - b f so = \> ^fwistAT?^ • j^s^tf ^® : 

fsO:\> cstm [Enter] 

2. BPPii^Tmi : 

Support Tool Manager Version A. 01. 00 

Type 'help' for a list of available commands. 
CSTM> 

3. mmnkmmff » & cs TM > ^ot^^at^j^ : 

CSTM> verify all [Enter] 

Verification has started on device (CPU) . 
Verification has started on device (FPU) . 

CSTM> Verification of (FPU) has completed. 
CSTM> Verification of (CPU) has completed. 

4. mi^mmmmmk - m-r [Enter] - mm cstm> m^mm ° 

CSTM> exit [Enter] 

SWt& ode asS£G^fTfijt ( «i§fflS$ hp-ux) 

MfflS^ HP-UX 6^IKf#l)fil±i (Offline Diagnostics Environment > ODE) F^U 

MIHfiSfg^licS^S^^Ilflili ° ode If f*ffiffl#icA^^PJM^S|aiI»iiJ 

9)t#S& ODE : 

1. S^MiS^^il^^i] EFI ji±i - 

2. S f sO : \> H^MilA ode [Enter] > J^ffi § EFI 

ODE ; t^WMMM f sO : \> ° 
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mmmm 



11 > im f so : \> m^mmmx is ° mmmmmrm^ ■■ 

• siodiag - mimmm s upe ri/o i/o ^^m^m^ ■< mm^\ > 

TO - USB ° 

• wdiag - ffl&mm§& Itanium h h h^ WK*#7t£ • 

• memtest - WU$m%Bmm\ ° ^fJWJ^ ' H«IB£lf 

• f update - Hff ^fetfi^JiatlfflfSftl (Processor Dependent Code ' PDC) fj 



• mapper - fflffli Itanium ^IftfiOTJ ° WMt^ I/O 7tftfi?§l - ^SUHIK 
- fEtmft^MWgES - Jia#S - tSIWIMS (co-processor) > 

m tlb 3?gsw : mmmmm^±mut\mwfm^m itamum ^mh 
boss > i&mmiz.®. ° 

^fS#Iff ODE ^^^I^M^^fflSS*^ ' IfS f sO : \> ftiSftM ' 
s5c^^^-f@fIIi1fifflW^7K^^Ji . flAhelp [Enter] • 

ffil TopTools ( MjMBS Linux) 

mvmm to P to 0 is mwxmxumwmi Linux immmmft ■ 

TopTools H^ffi^ HP il^Mp a n ^SEta^JlffllM^ffl^aiM^ « TopTools 
m^m^^mmmxm ( ittffifi Device Manager - gBMM ) » iflj 
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f&nTS TopTools %M ( $Mt CD: \setup.exe) M&TM TopTools Pi^g 
TopTools mm^r : 
http://www.hp.com/toptools 

If MSTMHMfllfg^jiitf ■ TopTools ^ISflfi (setup.exe) MMW^U 

^ ' tgs^n^jfisiff TopTools • 

f&ffi^UfFliMmi? TopTools effjij^j > If > P^tiM ' 

sJc TopTools ( ^mmmmmimmL ) ih^sa t op too1s 
■h ° mmr&M±^ t op too1s fits ° 

TopTools mt^±mmmximmm t op too1s intuitu : 

ftp://ftp.hp.com/pub/toptools/Training/start.html 
HP e-DiagTools fiEMi^lff 

mmmmws-ft^m hp e -Dia g Toois M^w^fflg^w3tai'^^^jffl 
it^xjii#ifiH^ hp mmmmm2.w\m ° 

» HP iltfSHIf flf tU'If TtlAtf eT5iagTools^f3tf#^AMfffg^llIft° 

• a # hp ^nAUBS^itiJi ' i^hkm - mtmmmm « 



mmmm 

HP e-DiagTools 

1. mm%fflmm£m%mmmft ( Mmmmmmmmmmm > ° 

2. flf HP Drivers and Diagnostics M%1AXMf^ ° 

3. mmmmm - 

4. g EFmsjjiM^s^iSTO^ii^ • 



Hi! ^rifi^filfMl ' If fiff^iMMaMS r Bo ot Options Maintenance 

Menu j ^rnmmm > wflS§gfis«j*«EBBMi^Bii«M« ° 



5. g?— T e-DiagTools ^ijj1li®±W F2 [Continue] ' J^#K r Main MenuJ ° 
SM7 HP e-Diagtools 3fiM£3z;£IIB§35ES 

mm&i&%mmmnwum%2.7£mEM - ffi!im££8Ji&K» (support 
Ticket) - ittM-^»«§MW¥£^iii ' t^t^ift^tttfjsSc hp nmmm 

WtB e-DiagTools Main Menu jl£ r^gflggtgSftJ : 

1. ^f^*S^lit±?AtfI#l/flM^ ' If SIX 2 - Run e-Diagtools ° 

2. MM 4 - Support Ticket > 1^21 ATflMEfl ° 

^ if e-DiagTools & ffl g i£ ft ffl II * Ift > If # H *T S T ?'J HP IH & IX f# ft 
^Operation & Maintenance Guide)) '• 

http://www.hp.com/go/bizsupport/ 
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mmmmmm 

LED H e-buzzer gKraffifflUR 



mm LED H e-buzzer MWfflmMMZkWi 

led ° tmw^mmwm^mm - MiiMgimsrass ° M#n » s& 
« ' fp^tit^ led ■ *gpnf mmmmmm led ^m^^^ii - 

■ 2-1 ttsss^isas led mm 
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mmmm 

mm led n e-buzzer mwmmm^mm 



m 2-2 



mn^fMm led mmm 



nurm/ mm led- 



yhMt LED - 
SWLED- 



mH LED- 



e-buzzer Htk 

( mn.mmmmw.ttm ) 



Si 




System 



►o 

LAN 



-OA 
0 3 
02 

-Ol 




led mmm 

WWMfflfc LED 

nmm%m led m&^mmm > tar mm* 

R 2-3 



WM LED 


?R«E LED 


IKS 






mm 












mm* 




K«fcJ«fe (1/ S> ) 






ffl&faSEfe (2/ g> ) 


tm 



49 



mmmmmm 

LED H e-buzzer gMIHBffifflUR 



MWMS3& LED 

rero led m^Mm^mmmmmmm ° led - &mh§i 

otitis led mmm ( « GSttnggsg^ffi ) 

^iihn led njKtii^M^w^M ° mm ' immm^m^mw, 5 w^is 

j£f J^«EW«$3&;frl3 ' ' £Jit3§ led fgaOTIfFM 

fsie ° srsfthssiEi^ ' ^MmuikmEmmm led > fi#j^# 

^ffiffl^MfM±ft£J«S£fl ' SKJUgfflWgggSS (Management 
Processor ' MP) tftf* ' fflfc&rJS LED • 

i$ifr led 

USS 1 3 4ffj4 f@I#Df LED fS^^Mfffffl^± -> 



H3£ W 1 4 ft LED zx6000 HP IfF&MlM ■ LED S^IMlitSc 

i^^s ' g^itum efi if o x^jfi^^wtajia^ • led immm ° 



rx2600 HP Server 05 boot fiSSffl rggfligg-Ej jfij^ffl LED 0 
SfflfiffflSW, ' H#N rgg-^j -gp - 



15 nj § http://www.hp.com/go/bizsupport {zx6000/rx2600 Operation & 

Maintenance Guide)) ' ^EXftffi $HIiBW#SnTt&ftJ LED ^MliJ^^fePf 
fff¥ - 
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mammm 

mm led n e-buzzer mmmmmvsmm 



mm e-buzzer mmmm 

e-buzzer ° Iff # IS HI 2-3 ° 



B 2-3 



E3l3CIH»§!g£3S3C?R»i!ffi) e-buzzer «jfx 



e-buzzer 

par ~r. 

7T\ 



r 



04 
03 
02 
Ol 



D 




0 0 0 0 

12 7 4 



e-buzzer Htk 



2-4 





SUftGU FRU 


US 


1 




itt-mmim - ^jEmmmmmmm^mm zif fait ° m #h 

** ri#||f LED j — UWfflBS e-buzzer 51 • 


2 






3 


mm 




4 
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mmmmmm 

LED H e-buzzer gffigrafiSXUR 



2-4 MHigQB ( flBf 





fltS&ffi) FRU 


MM 


5 


PCI -f? 


pci -fcHJg ; Hft pci ° 


6 


mm 




7 
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mmmm 
mmmm 




HP-UX tfy HP Recovery ^fil^H HP Enablement Kit for Linux ( ) 



• HP-UX Recovery T^l^cll HP Enablement Kit for Linux 7^1 

• Diagnostics JtW. 

Wsf\ 0 ^Ifffllf 'jfiJl ' iffwItS http://hp.com/go/bizsupport ° 



im im Recovery ^M#7T<^M?tMii±SffiW^ : ^JlMfflM^iS 
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mmmmm 

HP HSHiDMEIScp'DAUS 



hp mmmmmwmm 

HP Jg&f&'bftiiBtp'b (Customer Care Center) afW8jW&& HP Mffn&JfflMffi 

mi* ' mmmw\m-m±mmm ° w&m hp m^mm^mmtm 

http://www.hp.com/cpso-support/guide/psd/expectations.html 
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Declaration of Conformity 
according to ISO/IEC Guide 22 and EN 45014 



Manufacturer: Hewlett-Packard Company 

3404 East Harmony Rd. 
Fort Collins, CO 80528 
USA 

Declares that the: 

Product Type: Computer Workstation/Server 

Marketing Designation(s): zx2000 

Regulatory Model Number: FCLSA-0201 

Product Options: all 
conforms to the following specifications: 

Safety IEC 60950: 1991+A1+A2+A3+A4/EN 60950: 1992+A1+A2+A3+A4 

IEC 60825-1 :1993/EN60825-1:1994+A11 Class 1 for LED fl and Lasers 
U.S.A 21CFR Subpart J - for FC Laser module 
China GB4943- 1995 
Russia GOSTR 50377-92 



EMC CISPR 22: 1997 / EN 55022: 1998 Class A 

CISPR24: 1997 /EN 55024: 1998 
Also compliant with... 



1998 
1995 

1 999 - 4 kV CD, 8 kV AD 
1996 - 10 V/m 

1995 -2 kV Signal, 4 kV Power Lines 

1995 - 1 kV Differential mode, 2 kV Common mode 

1993 - 3 A/m 



EN 61000-3-2 

EN 61000-3-3 

EN 61000-4-2 

EN 61000-4-3 

EN 61000-4-4: 

EN 61000-4-5 

EN 61000-4-8 

EN 61000-4-11: 1994 
U.S.A FCC Part 15, Class A 
Japan VCCI Class A 

Australia/New Zealand AS/NZS 2046: 1 997, AS/NZS 3548: 1995 
China GB9254-1988 

Region of Taiwan CNS 13438:1997 Class A 
Russia GOSTR 29216-94 

and is certified or verified by: 

UL Listed to UL1950, 3nd edition, File E146385 
cUL Listed to CSA 22.2 No. 950-M93 

TUV Certified to EN60950 2nd edition with A1+A2+A3+A4 
HP Fort Collins CCQD HTC 

Supplementary information: 

The product herewith complies with the requirements of the following Directives: Low Voltage Directive 73/23/EEC and the EMC 

directive 89/336/EEC and carries the CE marking accordingly. 

This product was tested in a typical Hewlett-Packard system configuration. 

For Compliance Information ONLY, contact: European Contact: Hewlett-Packard, HQ-TRE, Herrenberger Strasse 140, D-71034 
Boeblingen (FAX: +49-7031-14-3143) 

Americas Contact: Hewlett-Packard, WGBU Quality Manager., 3404 E. Harmony Road, Fort Collins, CO 80528, U.S.A. (FAX: (970) 
898-4556) 
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fcc mm=FMwm ( na^na ) 

This equipment has been tested and found to comply with the limits for a Class A 
digital device, pursuant to Part 15 of the FCC Rules and the Canadian Department 
of Communications. These limits are designed to provide reasonable protection 
against harmful interference when the equipment is operated in a commercial 
environment. This equipment generates, uses, and can radiate radio frequency 
energy and, if not installed and used in accordance with the instruction manual, may 
cause harmful interference to radio communications. Operation of this equipment in 
a residential area is likely to cause harmful interference in which case the user will 
be required to correct the interference at his own expense. 

Hewlett-Packard's FCC Compliance Tests were conducted with HP-supported 
peripheral devices and HP shielded cables, such as those you receive with your 
system. Changes or modifications not expressly approved by Hewlett-Packard could 
void the user's authority to operate the equipment. 



mmummx^mmm 

This Class A digital apparatus meets all requirements of the Canadian 
Interference-Causing Equipment Regulations. 

Cet appareil numerique de la Class A respecte toutes les exigences du Reglement 
sur le materiel brouilleur du Canada. 



If the power cord is not supplied with the computer, select the proper power cord 

according to your local national electric code. 

USA: use a UL listed type SVT detachable power cord. 

Canada: use a CSA certified detachable power cord. 

For your safety, never remove the system's cover without first removing the power 
cord and any connection to a telecommunication network. Always replace the cover 
before switching on again. 



mm a 
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Si le cordon secteur n'est pas livre avec votre ordinateur, utiliser un cordon secteur 

en accord avec votre code electrique national. 

Etats-Unis : utiliser un cordon secteur « UL listed », de type SVT. 

Canada : utiliser un cordon secteur certifie CSA. 

Pour votre securite, ne jamais retirer le capot de l'ordinateur sans avoir 
prealablement debranche le cordon secteur et toute connexion a un reseau de 
telecommunication. N'oubliez pas de replacer le capot avant de rebrancher le cordon 
secteur. 



II y a danger d'explosion s'il y a remplacement incorrect de la batterie. Remplacer 
uniquement avec une batterie du meme type ou d'un type equivalent recommande 
par le constructeur. Mettre au rebut les batteries usagees conformement aux 
instructions du fabricant. 



Bij dit apparaat zijn batterijen geleverd. Wanneer deze leeg zijn, moet U ze niet 
weggooien maar inleveren als KCA. 



Wenn die Batterie nicht korrekt eingebaut wird, besteht Explosionsgefahr. Zu ihrer 
eigenen Sicherheit sollten Sie nicht versuchen, die Batterie wiederaufzuladen, zu 
zerlegen oder die alte Batterie zu verbrennen. Tauschen Sie die Batterie nur gegen 
den gleichen oder ahnlichen Typ aus, der vom Hersteller empfohlen wird. Bei der in 
diesem PC intergrierten Batterie handelts sich um eine Lithium-Batterie, die keine 
Schwermetalle enthalt. Batterien und Akkumulatoren gehoren nicht in den 
Hausmull. Sie verden vom Hersteller, Handler oder deren Beauftragten kostenlos 
zuruckgenommen, um sie einer Verwertung bzw. Entsorgung zuzuflihren. 



Larmangabe nach Maschinenlarmverordnung - 3 GSGV (Deutschland) LpA < 70 db 
am Arbeitsplatz normaler Betrieb nach EN27779: 11.92. 
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i§fflS$B*£>±B^II (Class A) 



zvmmz. mmmmw:^w : ,mm£±mmmm (vccd ©s* 



Al ILMJI^ (Aid JM) 
ct SOU AJ H|£J?e^i^ JShoUI7l H| 3 1.| rj. 



PBS A 
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ummm 




( atmummmmm ) - mmm (hp) ummmmmmmmmm ° 

JltTOHMT^ HP Mffa : 

1. HPzx6000 ¥ ' 3K-gfgBfto?8i« 

2. HP rx2600 \Mm - ~¥ ' ^flHIJW 

nt^m^j^^Hf^^^njfgffl^ms^Mffl wf^ffls = ^tftutfc » hp 
gfi^f-ta^^c hp mmmmmm^mmmmmm • 



If HP receives notice of above defined defects during the warranty period, HP will 
either, at its option, repair or replace products, which prove to be defective. Should 
HP be unable to repair or replace the product within a reasonable amount of time, 
the customer's alternate exclusive remedy shall be a refund of the purchase price 
upon return of the product to HP. 

Only the system processor unit (SPU), keyboard, mouse, and all Hewlett-Packard 
accessories installed inside the system processor unit — such as video adapters, mass 
storage devices, and interface controllers — are covered by this warranty. HP 
products external to the system processor unit - such as external mass storage 
subsystems, displays, printers, and other peripherals - are covered by the applicable 
warranties for those products. 

A hardware accessory is a hardware product, specifically designated, and supported, 
for use with the HP workstation, that is added on or integrated into an HP 
workstation in order to provide higher performance, capacity or increased 
capability; and is listed as a product in HP's Corporate Price List. Upon installation 
inside an HP workstation, the warranty that came with the accessory applies. 
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HP is not responsible for defects resulting from: a) improper or inadequate 
calibration or maintenance, b) software, interfacing parts or supplies not supplied by 
HP, c) unauthorized modification or misuse, d) operation outside the published 
environmental specification for the product, e) in-transit damage, e) improper site 
preparation or maintenance. or f) defects resulting from use of non-HP software, 
accessories, media, supplies, consumables, or such items not designed for use with 
the product. 

Reloading the bundled or pre-loaded software on your workstation is not covered by 
the HP warranty. HP products may contain remanufactured parts equivalent to new 
in performance or may have been subject to incidental use. 

TO THE EXTENT ALLOWED BY LOCAL LAWS, THE ABOVE WARRANTY 
IS EXCLUSIVE AND NO OTHER WARRANTY OR CONDITION, WHETHER 
WRITTEN OR ORAL, IS EXPRESSED OR IMPLIED WITH RESPECT TO THIS 
PRODUCT. HP SPECIFICALLY DISCLAIMS ANY IMPLIED WARRANTIES 
OR CONDITIONS OF MERCHANTIBILITY, SATISFACTORY QUALITY, AND 
FITNESS FOR A PARTICULAR PURPOSE. SOME STATES, PROVINCES OR 
COOUNTRIES DO NOT ALLOW LIMITATIONS ON HOW LONG AN 
IMPLIED WARRANTY LASTS, SO THE ABOVE LIMITATION OR 
EXCLUSION MAY NOT APPLY TO YOU. 

This warranty is extended worldwide under certain conditions (please check with 
your local HP office) to products purchased from HP or an Authorized HP 
Computer Dealer which are reshipped by the original purchaser either for use by the 
original purchaser or provided as an incidental part of systems integrated by the 
original purchaser. When available in the country of use, service is provided in the 
same manner as if the product was purchased in that country and can only be 
provided in countries where the product is designed to operate. If the product is not 
normally sold by HP in the country of use, it must be returned to the country of 
purchase for service. Response time for on-site service, and parts delivery 
turn-around time for parts service, are subject to changes from standard conditions 
based upon non-local parts availability. 

This warranty gives you specific legal rights, and you may also have other rights, 
which vary, from state to state, province to province or country to country. 



MM B 
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THE REMEDIES PROVIDED ABOVE ARE THE CUSTOMER'S SOLE AND 
EXCLUSIVE REMEDIES. IN NO EVENT SHALL HP OR ITS SUPPLIERS BE 
LIABLE FOR LOSS OF DATA OR FOR ANY DIRECT, INDIRECT, SPECIAL, 
INCIDENTAL, OR CONSEQUENTIAL DAMAGES, WHETHER BASED ON 
WARRANTY, CONTRACT, TORT, OR ANY OTHER LEGAL THEORY. Some 
countries, states, or provinces do not allow the exclusion or limitation of incidental 
or consequential damages. If so, the above limitation or exclusion may not apply to 
you. 

The foregoing limitation of liability shall not apply in the event that any HP product 
sold hereunder is determined by a court of competent jurisdiction to be defective 
and to have directly caused bodily injury, death, or property damage; provided, that 
in no event shall HP's liability for property damage exceed the greater of $50,000 or 
the purchase price of the specific product that caused such damage. 

Some states, provinces or countries do not allow the exclusion or limitation of 
incidental or consequential damages — including lost profit — so the above 
limitation or exclusion may not apply to you. 

THE WARRANTY TERMS AND CONDITIONS CONTAINED HEREIN, 
EXCEPT TO THE EXTENT LAWFULLY PERMITTED, DO NOT EXCLUDE, 
RESTRICT OR MODIFY, AND ARE IN ADDITION TO, THE MANDATORY 
STATUTORY RIGHTS APPLICABLE TO THE SALE OF THIS PRODUCT TO 
YOU. 

HP does not warrant the performance, quality, form or content of third-party 
hardware or software. HP does not warrant third-party documentation that may be 
distributed with the workstation. These products may be warranted by the 
third-party and HP provides such products "as is." On-site visits caused by 
third-party software or hardware are subject to standard per-incident travel and labor 
charges. 
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The customer is responsible for the security of its proprietary and confidential 
information on this system and for maintaining a procedure external to the products 
for reconstruction of lost or altered fdes, data, or programs (i.e. backups). 

For on-site responses, the customer must provide: access to the product; adequate 
working space and facilities within a reasonable distance of the product; access to 
and use of all information and facilities determined necessary by HP to service the 
product; and operating supplies and consumables such as the customer would use 
during normal operation. 

A representative of the customer must be present at all times during on-site 
responses. The customer must state if the product is being used in an environment 
which poses a potential health hazard to repair personnel; HP or the servicing dealer 
may require that the product be maintained by customer personnel under direct HP 
or dealer supervision. 



mmmmummm 

Support can be obtained from: U.S. and Canada - 1-800-593-6631. 
For Worldwide locations, visit: 

http://www.hp.com/cpso-support/guide/psd/cscus.html 

You will be asked to provide the product model number and serial number and may 
be required to provide dated proof of purchase. 

During the on-site warranty period, customer-replaceable components may be 
serviced through expedited part shipment. In this event, HP will prepay shipping 
charges, duty, and taxes; provide telephone assistance on replacement of the 
component when necessary; and pay shipping charges, duty, and taxes for any part 
that HP asks to be returned. 

On-site visits caused by non-Hewlett-Packard products — whether internal or 
external to the system processor unit — are subject to standard per-incident travel 
and labor charges. 

On-site service for this product is restricted or unavailable in certain locations. In 
HP Excluded Travel Areas — areas where geographical obstacles, undeveloped 
roads, or unsuitable public transportation prohibit routine travel — service is 
provided on a negotiated basis at extra charge. 
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Response time for HP on-site service in an HP Service Travel Area is normally next 
business day (excluding HP holidays) for HP Travel Zones 1-3 (generally 100 miles 
or 160 Km from the HP office). Response time is second business day for Zones 4 
and 5 (200 miles, 320 Km); third business day for Zone 6 (300 miles, 480 Km); and 
negotiated beyond Zone 6 (greater than 300 miles). Worldwide Customer Support 
Travel information is available from any HP Sales and Service Office. 

Travel restrictions and response time for dealer or distributor service are defined by 
the participating dealer or distributor. 

Service contracts which provide after-hour or weekend coverage, faster response 
time, or service in an Excluded Travel Area are often available from HP, an 
authorized dealer, or authorized distributor at additional charge. 

mmmmmmm 

The customer may be responsible for installing the replacement part and restoring 
any operating system, applications, or data. HP may, at its option but is not obligated 
to, repair the product at the customer's premises or "on-site." If HP is unable to 
repair or replace the product, the customer will be entitled to a refund of the 
purchase price upon return of the product/parts. 

When parts warranty service applies, the customer may be required to run 
HP-supplied diagnostic programs before an on-site visit or replacement part will be 
dispatched. 

The customer shall return some defective parts upon HP demand. In that case, HP 
will prepay shipping charges for parts returned to the HP Parts Service Center. 
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HP warrants for a one (1) year period from the date of purchase, that the workstation 
operating system software will not fail to execute its programming instructions due 
to defects in materials and workmanship when all files are properly installed and 
used on HP workstations. 

HP does not warrant that the operation of software products will be uninterrupted or 
error free. 

Customer remedies shall be, at HP's option, replacement of the media or refund of 
purchase price based upon return of the product. 

°Tf§P^KJ5StI ( S^HiPfiJ ) 0 HP warrants the removable media, if supplied, upon 
which the software product is recorded to be free from defects in materials and 
workmanship under normal use for a period of ninety (90) days from the date of 
purchase. In the event the media proves to be defective during the warranty period, 
the customer's remedy shall be to return the media to HP for replacement. Should 
HP be unable to replace the media within a reasonable amount of time, the 
customer's alternative remedy shall be a refund of the purchase price upon return of 
the product and destruction of all other non-removable media copies of the software 
product. 
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hp aisnjira 

HP provides free telephone support for your workstation during the warranty period. 
This service will also provide technical assistance with the basic configuration and 
setup of your HP workstation and for the bundled or pre-loaded operating system. 

HP does NOT provide telephone support for workstations configured as network 
servers. We recommend HP NetServers for your network server requirements. 

Enhanced hardware warranty services, such as after-hour or weekend coverage, 
faster response, on-site repair, and service in a HP-excluded travel area, may be 
available from HP at an additional charge. Contact the HP Customer Support Center 
at 1-800-593-663 lfor Itanium Workstations. 

mm hp mmummm 

tmtfj http://www.hp.com/cpso-support/guide/psd/expectations.html ° 

mmmmx ■■ 

Iffltfn 1-800-593-6631 ° 
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